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QSk - 037^66 


14. January 1966 

Subject: Contract AF33 (657) -12846, Follow-on EMR Procurement 


Dear Chuck: 

In connection with the subject matter this Contractor is pleased 
to forward the Exhibit "A" (attached) analysis which Together with the 
enclosed listings comprises this Contractor's cost proposal for the 
following spare parts: 

List No. 1 - EMR System (E Sub System only) Requirements 
List ¥0. Ip0 - "E 11 Sub system 45 Day Requirements 


Please note the following: 


1. The contents hereof constitute the initial submittal of 
priced exhibits under the subjeot contract, 

2. A copy of each of the above listing(s) is being forwarded 
to the PSO for verification of the items and respective 
quantities indicated. 

3. This Contractor understands that the above listings will 
be negotiated during the week of 24 January 1966 and sub- 
sequently incorporated under the subject contract. 


This Contractor trusts the contents hereof to be suitable for its 
intended purpo se. In the event additional information is required, 

— lor the undersigned. - T . TI . ITI 

STATINTL 


STATINTLplease contact 


Regards, 


STATINTL cc: 


SP0 

PSO 


) w/o end. 
w/encl. (Listings No. 


1 and 40) 


NOTE : Please observe that certain contractor rates embodied in the 
Cost Analysis submitted hereunder being in effect as of the 
time of proposal preparation (Sept. 1965) are at variance with 
currently approved burdens - an appropriate adjustment will be 
made during the time of negotiation. 
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